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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 01590 030925Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

070688 040042Z/13 

R 021050Z AUG 78 
FM USINT BAGHDAD 
TO USDOC WASHDC 
AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 6529 

UNCLAS BAGHDAD 1590 

ATHENS FOR RTDO; OTHER ACTION ADDRESSESS ARE REQUESTED TO 
RELAY THIS TO INTERESTED AMERICAN COMPANIES. 


E.O. 11652: N/A 
TAGS: BTIO, MMOL, IZ 

SUBJECT: FOREIGN GOVERNMENT TENDER: SUPPLY OF SIREN SYSTEMS FOR 
IRAQI CIVIL DEFENSE 

1. 505/01/T0007 

2. 8/1/78 

3. D.S. ROBINS 

4. 505 

5. N 

6A. WRITE OR CABLE: 

6B. DIRECTOR GENERAL 

6C. DIRECTORATE GENERAL OF CIVIL DEFENCE 
NISSOUR SQUARE 
BAGHDAD, IRAQM 

(CABLE: CIVILDEF. TELEPHONE: 5514538) 

7. SIREN SYSTEM FOR CIVIL DEFENSE, TENDER NUMBER 1/1978 

8. 8/31/1978 12:00 NOON 
9.201 

10. PROJECT CONSISTS OF DESIGN AND ERECTION OF ALARM 
UNITS ACTIVATED BY REMOTE CONTROL SYSTEM TO COVER BAGHDAD 
CITY (25 KM RADIUS) INCLUDING HEAVILY POPULATED INDUSTRIAL 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 BAGHDA 01590 030925Z 


AREA. QUOTATION SHOULD ALSO INCLUDE TRAINING OF IRAQI 
PERSONNEL (NOT EXCEEDING 15), ONE YEAR MAINTENANCE AND 
SPARE PARTS FOR TWO YEARS OPERATION. 


11. THIS IS AN IRAQI GOVERNMENT TENDER. PAYMENT BY 
IRREVOCABLE LETTER OF CREDIT. TENDER DOCUMENTS ARE AVAILABLE 
FROM ADDRESS IN PARA. 6 ABOVE AT COST OF 18 U.S. DOLLARS 
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NON-REFUNDABLE. COPY OF SPECIFICATIONS POUCHED TO USDOC. 
12. SPECIAL CONDITIONS. 

A. BIDDERS SHOULD SUBMIT A BANK GUARANTEE OF 40,000 
IRAQI DINARS THROUGH RAFIDAIN BANK, BAGHDAD. 

B. OFFERS MUST BE VALID FOR AT LEAST 5 MONTHS. 

C. TENDERER MUST SUBMIT DESIGN AND QUOTATION TO COVER 
ENTIRE CITY (25KM RADIUS) AND, AS AN ALTERNATIVE, A 
DESIGN TO COVER CENTER OF CITY (10KM RADIUS). 

D. MATERIALS MUST CONFORM TO THE BRITISH OR OTHER 
RECONGNISED STANDARDS. 

E. AVAILABLE POWER SUPPLY IS 4 WIRE, 3 PHASE, 50 CPS, 

416/240 VOLT AC. 

F. SIRENS MUST BE SUPPLIED WITH NICAT 24 V BATTERY AND 
1 10/220 V. CHARGER FOR EMERGENCY OPERATION. 

G. COMPRESSED AIR SYSTEMS REQUIRE A RESERVE TO OPERATE 
EACH UNIT AT FULL RANGE FOR AT LEAST 12 MINS. AFTER 
POWER FAILURE. 

H. SITES FOR ALARM UNITS WILL BE DECIDED BY COMMITTEE 
COMPOSED OF IRAQI PERSONNEL AND SUCCESSFUL BIDDER. 

I. EXPENSES FOR TRAINING IRAQIS IN SUPPLIERS COUNTRY WILL 
BE BORNE BY THE SUPPLIER, ALL OTHER EXPENSES SUCH AS AIR 
TRAVEL AND LIVING EXPENSES WILL BE BORNE BY DIRKECTORATE 
GENERAL OF CIVIL DEFENCE. 

PECK 

UNCLASSIFIED 


NNN 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Drafter: n/a 

Enclosure: n/a 
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Errors: N/A 

Expiration: 
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Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 04/aaaadjoa.tel 
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